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Set Port Forwarding for HUMAX HG100RE (version 1.2.4) 


1. Type 192.168.1.1 in the Address bar then press Enter 





2. Enter User Name = admin and Password = password then press Login 


Login 

Enter uséma nd pa jl 
User Name edimin 
Password password 


Login 





3. On left menu, select Advanced and then Forwarding 


Advanced 


You can set WAN, filtering, 
forwarding, WOL, QoS and etc. 
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4. Set up as desired at Local IP, External IP, Start port, End port, Protocol 


and Application, once finished press Apply 


Forwarding Setting 
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